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SUBJECT: FDA ADVISORY - INADEQUATELY LABELED & DEFECTIVE 
MEDICAL DEVICE 

REF: STATE 100751 

MR. CLARK, APPLICATIONS MANAGER OF BELL & HOWELL LTD. 
STATED REFERENCED INSTRUMENT NOT MARKETED IN U.K. 
BRITISH FIRM MAKES TWO SIMILAR INSTRUMENTS, ONE IN 
OLASTIC CASE WHICH IS NOT CLAIMED TO BE STEAM AUTO- 
CLAVABLE; THE OTHER IS STEEL CASED AND CAN BE STEAM 
AUTOCLAVED. 
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